REINFORCED CONCRETE DAMS.
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with the cost of dams of any other material and of other types, as must result from the smaller quantities required.
FIG. 313.
On dams of the height of the Ellsworth dam, the piers are expanded on their up-stream edges to form haunches or corbels reinforced with
FIG. 314.
steel, to act as seats for the deck-slabs. This construction is illustrated on the margin of Fig. 310.
A detail of the waste gate adapted for movement by hydraulic power is shown in Fig. 313.
Fig. 314 shows a section of a log sluiceway, and its closing mechanism.